ABDULAH HIASAT 


Personal details 


Name 
Abdullah Hiasat 


Email address 
engabdullahhiasat@gmail.com 


Phone number 
+966 57 008 4099 


Address 
Riyadh, Saudi Arabia 


Nationality 
Jordanian 


Electrical Engineer 


Career Objective 


Electrical Engineer with over five years of experience in Manufacturing 
and implementing solar energy projects. Specialized in performance 
analysis and sustainable solutions to enhance energy efficiency and 
reliance on renewable energy sources. Skilled in Project Management 
and achieving outstanding results. 


Experience 


Projects Manager Dec2022-Present 


Smart Vision Factory Company-Riyadh 

e Developed and maintained project schedules to ensure timely 
completion of construction projects. 

e Coordinate with other sections to receive/send semi-finished 
products as per the daily schedule. 

e Initiate, regularize & monitor production progress. 

e Coordinating with Sales, Stores and Quality in order guarantee the 
production process loop. 

e Monitoring and tracking of ongoing jobs in production till 
completion. 

e Identified potential delays and developed effective solutions to 
mitigate risks and ensure project milestones were met. 

e Managed resource allocation plans to ensure the availability of 
personnel, equipment, and materials needed for 
successful project completion. 


Technical Support Engineer Feb2017-Dec2022 


Shadows Consultants Engineering 
Reading and Billing project in Al-Balqa governorate 
e Monitor the process of water meter maintenance, replacement, 
and Sealing. 
e Supervising the work of technicians in the field. 
e Network connection and Electrical installation in the office. 
e Provide monthly reports regarding the maintenance process. 


Education 


Bachelor’s degree in electrical power 
Engineering 
Al-Balqa Applied University 


Sep 2017-Fep 2022 


Projects 
MOI Takoom Project 2023 
Technical Support Engineer 


e Providing technical direction or support to Manufacturing and 
Installation teams during the project. 


Neom Project 2023 
Site Engineer 


e | supervised the design and implementation of solar power plants 
with a total capacity of 200KW. 


SAUDI Electricity Company projects 2024 
Project manager 


e Plan the project comprehensively and managing both human and 
material resources. 


e Ensuring that a project remains on schedule. 


e keep a project within its financial constraints. 


Skills . . 
e Microsoft Office Programs 
e Initiative e Ability to grasp new concepts. 
e Dedicated e Teamwork 


e Time management 


Language 


e Arabic. (Excellent) 
e English. (very good) 


